The Six of Who Started The Fire : 
FACT : We know that Zionist Jews and 
Martians run this World Economy and 
Government Mainstream Media + Press ... 
The Six People are , FDR , George W Bush, 
Bill Gates , Obama, and Joe Biden ... 
Now we are at a time of Ouroboros , roro is 
2020 AD ... The End is Near and Stock Up. ... 
CORONA = 66 and 6 Letters = 666 
RONALD WILSON REAGAN = 666 
The UAC Lilly Wave / SCALAR Wave 
American Outlet = 2 Equilateral Triangles = 
666 = Six Holes = 60 Hz = 2 Outlets = 120/2 = 
60 = All Says 666 on it Every Single Way ... 
There is no detection equipment to detect 
the Government Mafias Sonic Weapons , 
Thermal/Static Visual/Audio Surveillance 
or find their shielded computers ... 
The technology is classified and not even a 
Shortwave Radio can detect it at all ... 
Bill Gates Scammed America and Made All 
Computers Forcibly Dependent where it 
would be harder to get Linux or 
FreeBSD/OpenBSD/NetBSD/DragonflyBSD 
compatible with HW/Firmware/BIOS/UEFI 
This is all by design to force users to 
upgrade their Ram or else ... 
Qewish Crime Network of Freemasons) 


